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A recent evaluation conducted by the Ministry 
of Agriculture, U.K., on the consumer risk 
from EBDC pesticide exposure. 

See conclusions on page 76, which state: 
"The Advisory Committee on Pesticides (ACP) 
concluded that there was no evidence of a 
risk of cancer or adverse health effects to 
consumers arising from the use of EBDCs in 
the U.K. ..." 


Source: https://www.industrydocuments.ucsf.edu/docs/mywkOOOO 
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